INSITE- 


ENGINEERING 


& DESIGN, P.C. 


September 18, 1992 


Mr. George McKenian, P.E. 

Chief of Source, New York City 
Department of Water Sources 
P.O. Box 66 

Valhalla, New York 10595 

RE: Mahopac Beach Improvements 

Town of Carmel 

Dear Mr. McKenian, 

Enclosed is a copy of the Design Drawings and Engineer's Report for the above referenced 
project. This information is being submitted at the request of the Putnam County Department of 
Health. 

Should you have any comments or questions concerning this project, please feel free 
to contact our office. 

Very truly yours, 

INSITE ENGINEERING AND DESIGN, P.C. 



cc: Mr. Michael J. Budzinski, P.E., Putnam County Health Department 

Insite File No. 92106.100 


Of' 1849, Route 6, Carmel t New York 10512 
□ 7 DeLai'ergne Avenue, Wappingers Falls, New York 12590 

Fax: (914) 225*6438 


(914) 225*6200 
(914) 297-1742 




